Smoke  Stack  of 


THROOP,  PA, 


THROOP,  PA  This  map,  drawn  by  S.  Robert  Powell,  of  a  portion  of  present-day  Throop 
PA  shows  the  relationship  of  the  only  extant  structure  in  the  village  of  Underwood-- 
the  smoke  stack  of  the  Fire  Room--to  Throop,  PA.  The  distance  from  Throop  Corners  to 
the  site  of  the  village  of  Underwood  is  1  1/4  miles.  The  numbers  on  this  map  Indicate 
the  location  of  the  following: 


1  Cintorin  Osady 
SV.  Jana  Krstltela 
Throop,  PA 


6  house  (302  Dunmore) 

7  First  Eastern  Bank,  Throop  Branch 

8  Island  Bar 


9  DIC  Mfg.  Co. 


2  empty  lot 

3  empty  lot 


